From:  Eoc,  Epahq  ^ 

Location:  Telcon  , i Nonresponsive  Conference  Code  j conf.  code  J Nonr»p«,«..cont«.nc.cod.  j (NOTE  THE  CHANGE  IN  DIAL  IN 

#s)  ' ^ ' 

Importance:  High 

Subject:  Canceled:  ***IMPORTANT  CHANGE:  Gold  King  Mine  Release  Daily  Coordination  Caii-NEW 

CALL  IN  NUMBER*** 

Start  Date/Time:  Sat  8/29/201 5 4:30:00  PM 

End  Date/Time:  Sat  8/29/201 5 5:30:00  PM 

Today  and  tomorrow's  calls  are  cancelled. 


Patrick  Easter,  Watch  Officer 
U.S.  Environmental  Protection  Agency 
Headquarters  Emergency  Operations  Center 
1200  Pennsylvania  Ave 
Washington,  DC  20004 
202-564-3850  202-564-8729  (fax) 
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